
Town of Arlington 
Zoning Board of Appeals 

Meeting Notice 

Tuesday, December 13, 2016 
7:45 PM 

Charles Lyons Hearing Room, Second Floor Town Hall 

Meeting Agenda 

1. Docket #3521 50 Washington Street 

1. Docket #3521 50 Washington Street 


Notice is herewith given in accordance with the provisions of Section 10.10,e,3, of the 
Zoning Bylaws that there has been filed by D.M. Corey Reaity Trust of Bedford, 
Massachusetts on November 1, 2016 a petition appealing the decision of the building 
inspector property located at 50 Washington Street Biock Plan No. 080.0-0005- 
0003.A Said petition would require a Special Permit under Section 6.00 (Table of 
Dimensional and Density Regulations) of the Zoning Bylaw for the Town of 
Arlington. 







